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SUBJECT:ACR AIR CONDITIONER - NOB NAIROBI 

REF: (A) OIC/RTC NAIROBI MEMORANDUM DTD 12 APRIL 78, (B) 

STATE 110748 

1 . A EEDDERS AIR CONDITIONING UNIT IS BEING HELD AT THE 
DOS SA-7 WAREHOUSE EOR THE NAIROBI NOB ACR INSTALLATION. 

2. IF ACCRA AGREES TO ACCEPT A EEDDERS A/C UNIT EOR THE 
ACR EXPANSION PROJECT THERE UNTIL A TRANE BECOMES AVAIL- 
ABLE (REETEL B) AND THE EEDDERS IS NOT REQUIRED AT NOB 
NAIROBI IN THE MEAN TIME, INSTEAD OE STORING THE EEDDERS 
AT ABIDJAN (REETEL B), IT CAN BE SHIPPED TO NAIROBI EOR 
INSTALLATION. 

CONEIDENTIAL 

CONEIDENTIAL 

PAGE 02 STATE 112035 

3. AT ANY RATE, A EEDDERS A/C UNIT WILL BE AVAILABLE EOR 
NOB NAIROBI. 

4. SY/OPS/T HAS CONTACTED EBO AND WILL SEND A MEMO TO FBO 
REQUESTING THAT PROVISIONS BE MADE TO INSTALL THE EEDDERS 
A/C UNIT ON THE ROOE AND, ALSO, THAT OPENINGS, AS NECESSARY, 

BE MADE IN THE ROOE EOR THE 12 INCH DIAMETER DUCTS. VANCE 
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